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Marcos Zentilli, Vol. 78, No. 876, P67-68, Apr. 85. 

Waste Treatment—Radium Removal from Canadian Uranium Mining 
Effluents by a Radium-Selective Ion Exchange Complexer, by 
L.A. Melis, Vol. 78, No. 883, P82-90, Nov. 85. 

Water Absorption—Process Mineralogy of Select Refractory Carlin- 
Type Gold Ores, by D.M. Hausen, Vol. 78, No. 881, P83-94, 
Sept. 85. 

Water Treatment—Les chaudiéres électriques, par Pierre Giasson, 
Vol. 78, No. 875, P107-111, Mar. 85. 

Welding—Journal Materials for a Water-Lubricated Bearing, by 
J.C. Thornley and H.L.J. Drummond, Vol. 78, No. 882, 
P85-89, Oct. 85. 

Whitehead, J.C.—Supercritical Gas Extraction of Hat Creek Coal, by 
M.M. Papic and J.C. Whitehead, Vol. 78, No. 883, P66-67, 
Nov. 85. 

Wilson, E.B.—An Analysis of AL-60 Airleg Maintenance Data, by 
E.B. Wilson and R. Frank Chiappetta, Vol. 78, No. 875, 
P112-119, Mar. 85. 

Wilton, D.H.C.—REE and Background Au/Ag Evidence Concerning 
the Origin of Hydrothermal Fluids in the Cape Ray Electrum 
Deposits, Southwestern Newfoundland, by Derek H.C. Wilton, 
Vol. 78, No. 874, P48-59, Feb. 85. 

Windsor Group—Potash Exploration at Malagawatch, Cape Breton, 
Nova Scotia, by L. Dekker, Vol. 78, No. 880, P27-32, Aug. 85. 

World Trade—Industrial Restructuring and Changing World 
Metallurgical Coal Trade Patterns, by Roger J. Goodman, 
Vol. 78, No. 873, P56-61, Jan. 85. 


X 


X-Met Analyzer—Sorting of a Niobium Ore on Geological Bases and 
by X-Met Analyzer, by H. Vartiainen, H. Paarma and H. Sipila, 
Vol. 78, No. 873, P62-64, Jan. 85. 


Z 


Zahary, G.—Mining Demonstrations and Longwall Mining Systems, 
by G. Zahary and I.R. Muirhead, Vol. 78, No. 877, P41-49, May 
85. 

Zentilli, M.—A Feasibility Study on the Reclamation of Coal Waste 
Dumps by Bacterial Leaching, by R.G.L. McCready and Marcos 
Zentilli, Vol. 78, No. 876, P67-68, Apr. 85. 

Zinc—Cominco’s Trail Zinc Pressure Leaching Operation, by 
M.T. Martin and W.A. Jankola, Vol. 78, No. 876, P77-81, Apr. 
85. 

Zinc Dewatering—On-Line Computer Applications in Mineral 
Processing, by Michel Garon, Vol. 78, No. 878, P55-58, June 85. 

Zinc Recovery—Circuit Modification in Noranda’s Geco Division 
Concentrator, by John F. Maissan, Vol. 78, No. 883, P48-50, 
Nov. 85. 

Zoning Patterns—Relation of Fluid Inclusion Geochemistry to 
Wallrock Alteration and Lithogeochemical Zonation at the 
Hollinger-McIntyre Gold Deposits, by T.J. Smith and S.E. Kesler, 
Vol. 78, No. 876, P35-46, Apr. 85. 
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Institute Activities 


Abstracts—87th Annual General Meeting, Vol. 78, No. 875, P33-84, 
Mar. 85. 

—Cinquiéme Réunion du District 2 de l’ICM/Sth Meeting of CIM 
District 2, Vol. 78, No. 878, P26-29, June 85. 

—Second District Five Meeting, Vol. 78, No. 878, P30-35, June 85. 

—24th Conference of Metallurgists and 15th Annual Hydro- 
metallurgical Meeting, Vol. 78, No. 878, P69-102, June 85. 

—Second District 3 Meeting, Vol. 78, No. 879, P26-34, July 85. 

—Gold in the Western Shield, Vol. 78, No. 879, P35-39, July 85. 

—Ninth District 4 Meeting, Vol. 78, No. 879, P40-43, July 85. 

Acorn, Shawn R.—Twenty-Fourth Annual Canada-Wide Science 
Fair, Vol. 78, No. 880, P6, Aug. 85. 

Agglomeration—4th International Symposium on Agglomeration, 
Vol. 78, No. 875, P85-93, Mar. 85. 

—Agglomeration ’85 Brings Together Delegates from Around the 
World, Vol. 78, No. 880, P18-21, Aug. 85. 

AIME—A4th International Symposium on Agglomeration, Vol. 78, 
No. 875, P85-93, Mar. 85. 

Airey (Noranda) Award—Nominations for the Alcan Award and the 
Airey (Noranda) Award of The Metallurgical Society of CIM, 
Vol. 78, No. 883, P81, Nov. 85. 

—Nominations for the Alcan Award and the Airey (Noranda) 
Award of The Metallurgical Society of CIM, Vol. 78, No. 884, 
P83, Dec. 85. 

Alcan Award—Nominations for the Alcan Award and the Airey 
(Noranda) Award of The Metallurgical Society of CIM, Vol. 78, 
No. 883, P81, Nov. 85. 

—Nominations for the Alcan Award and the Airey (Noranda) 
Award of The Metallurgical Society of CIM, Vol. 78, No. 884, 
P83, Dec. 85. 

Andersen, N.—CIM Obituaries, Vol. 78, No. 873, P28, Jan. 85. 

Annual General Meeting—87th Annual General Meeting, Vol. 78, 
No. 873, P15-19, Jan. 85. 

—87th Annual General Meeting, Vol. 78, No. 874, P13-18, Feb. 85. 

—87th Annual General Meeting, Vol. 78, No. 875, P33-84, Mar. 85. 

—1986 CIM Annual General Meeting, Vol. 78, No. 879, P11, July 85. 

—Vancouver Hosts Excellent 87th Annual General Meeting, 
Vol. 78, No. 878, P7-16, June 85. 

—1986 CIM Annual General Meeting, Vol. 78, No. 881, P24-25, 
Sept. 85. 

Annual Technical Meeting—36th Annual Technical Meeting of The 
Petroleum Society of CIM, Vol. 78, No. 876, P22, Apr 85. 

—37th Annual Technical Meeting, The Petroleum Society of CIM, 
Vol. 78, No. 880, P11, Aug. 85. 

Atlantic Canada—Fourth District 1 Meeting Looked at Challenges 
and Opportunities for Atlantic Canada, Vol. 78, No. 874, 
P19-25, Feb. 85. 

Awards—The Sherritt Hydrometallurgy Award, Vol. 78, No. 873, 
P72, Jan. 85. 

—17th Annual Canadian Mineral Processors Conference, Vol. 78, 
No. 876, P7, Apr. 85. 

—Winnipeg Branch Awards, Vol. 78, No. 881, P6, Sept. 85. 

—The 98th Annual Meeting of The Mining Society of Nova Soctia, 
Vol. 78, No. 881, P17-21, Sept. 85. 

—Metal Mining Division Awards, Vol. 78, No. 883, Nov. 85. 

—Nominations for the Alcan Award and the Airey (Noranda) 
Award of The Metallurgical Society of CIM, Vol. 78, No. 883, 
P81, Nov. 85. 

—Nominations for the Alcan Award and the Airey (Noranda) 
Award of The Metallurgical Society of CIM, Vol. 78, No. 884, 
P83, Dec. 85. 


B 


Babulic, P.J.—Winnipeg Branch Awards, Vol. 78, No. 881, P6, Sept. 85. 

Ballachey, A.G.—CIM Obituaries, Vol. 78, No. 877, P17, May 85. 

Bardswich, J.—CIM Obituaries, Vol. 78, No. 880, P26, Aug. 85. 

Baxter K.—CIM Student Essay Competition Winners, Vol. 78, 
No. 884, P30-31, Dec. 85. 

Beattie, D.B.—CIM Student Essay Competition Winners, Vol. 78, 
No. 884, P30-31, Dec. 85. 

Beattie, J.—CIM Obituaries, Vol. 78, No. 883, P22, Nov. 85. 

Belanger, A.—CIM Obituaries, Vol. 78, No. 879, P45, July 85. 

Bergman, R.A.—1985-1986 Distinguished Lecturer:. Vol. 78, 
No. 879, P7, July 85. 
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Bish, W.H.—A Talk with Walter H. Bish, Vol. 78, No. 881, P14-15, 
Sept. 85. 

Boldy, G.D.J.—CIM Obituaries, Vol. 78, No. 875, P10-11, Mar. 85. 

Branches, CIM—16th Annual New Brunswick Branch Mini- 
Convention, Vol. 78, No. 880, P8-10, Aug. 85. 

—32nd Annual Meeting of the Newfoundland Branch of CIM, 

Vol. 78, No. 880, P10, Aug. 85. 

Buck, W.K.—1985-1986 Distinguished Lecturers, Vol. 78, No. 879, 
P7, July 85. 

Burns, S.—CIM Student Essay Competition Winners, Vol. 78, 
No. 884, P30-31, Dec. 85. 


C 


CAPC—Computer Applications and Process Control Committee 
Newsletter, Vol. 78, No. 881, P24, Sept. 85. 
—Short Course on Microcomputers in Mining, Vol. 78, No. 881, 
P64, Sept. 85. 
Call for Nominations—Call for Nominations 1985-1986, Vol. 78, 
No. 882, P8-9, Oct. 85. 
—Metal Mining Division Awards, Vol. 78, No. 883, P20, Nov. 85. 
Call for Papers—24th Annual Conference of Metallurgists and 15th 
Annual Hydrometallurgical Meeting, Vol. 78, No. 873, P73, 
Jan. 85. 
—Second District 3 Meeting, Vol. 78, No. 874, P33, Feb. 85. 
—Second Annual District 5 Meeting, Vol. 78, No. 874, P35, Feb. 85. 
—18th Annual Canadian Mineral Processors Operators Conference, 
Vol. 78, No. 877, P26, May 85. 
—1986 CIM Annual General Meeting, Vol. 78, No. 879, P11, July 85. 
—1986 M/E Plant Engineering and Maintenance Conference, Vol. 78, 
No. 879, P12, July 85. 
—37th Annual Technical Meeting, The Petroleum Society of CIM, 
Vol. 78, No. 880, P11, Aug. 85. 
—Computer Applications and Process Control Committee News- 
letter, Vol. 78, No. 881, P24, Sept. 85. 
—1986 CIM Annual General Meeting, Vol. 78, No. 881, P24-25, 
Sept. 85. 
—International Symposium on Nickel Metallurgy, 25th Annual CIM 
Conference of Metallurgists, Vol. 78, No. 881, P78, Sept. 85. 
—CIM Annual General Meeting—1986, Canadian Mineral Pro- 
cessors Division, Vol. 78, No. 882, P16, Oct. 85. 
—International Symposium on Nickel Metallurgy, Vol. 78, No. 882, 
P83, Oct. 85. 
—2Sth Annual Conference of Metallurgists, Vol. 78, No. 882, P84, 
Oct. 85. 
—25th Annual Conference of Metallurgists—Call for Papers, Vol. 78, 
No. 884, P83, Dec. 85. 
Campbell, P.S.—CIM Student Essay Competition Winners, Vol. 78, 
No. 884, P30-31, Dec. 85. 
Canadian Mineral Processors Division—17th Annual Canadian 
Mineral Processors Conference, Vol. 78, No. 876, P7, Apr. 85. 
—18th Annual Canadian Mineral Processors Operators Confer- 
ence, Vol. 78, No. 877, P26, May 85. 
—CIM Annual General Meeting—1986, Canadian Mineral Pro- 
cessors Division, Vol. 78, No. 882, P16, Oct. 85. 
—18th Canadian Mineral Processors Operators Conference, Vol. 78, 
No. 883, P31-34, Nov. 85. 
CAPC Committee—Computer Applications and Process Control 
Committee Newsletter, Vol. 78, No. 878, P21, June 85. 
Cardinal River Coals Ltd.—Coal Preparation in the Yellowhead, by 
Denyse Crawford, Vol. 78, No. 881, P11-13, Sept. 85. 
Chown, R.M.—CIM Student Essay Competition Winners, Vol. 78, 
No. 884, P30-31, Dec. 85. 
Coal Division Newsletter—Coal Division Newsletter, 
No. 873, P14-15, Jan. 85. 
—Coal Division Newsletter, Vol. 
—Coal Division Newsletter, Vol. 
—Coal Division Newsletter, Vol. 
—Coal Division Newsletter, Vol. 
—Coal Division Newsletter, Vol. 78, No. 879, P19-24, July 85. 
—Coal Division Newsletter, Vol. 78, No. 880, P16-17, Aug. 85. 
—Coal Division Newsletter, Vol. 78, No. 882, P10-14, Oct. 85. 
—cCoal Division Newsletter, Vol. 78, No. 883, P10, Nov. 85. 
—Coal Division Newsletter, Vol. 78, No. 884, P19-21, Dec. 85. 
Coal Mining Research Centre—Coal Preparation in the Yellowhead, 
by Denyse Crawford, Vol. 78, No. 881, P11-13, Sept. 85. 
Coal Preparation—Countdown, Vol. 78, No. 881, P8, Sept. 85. 
—cCoal Preparation in the Yellowhead, by Denyse Crawford, Vol. 78, 
No. 881, P11-13, Sept. 85. 


Vol. 78, 


78, No. 874, P31, Feb. 85. 
78, No. 875, P27, Mar. 85. 
78, No. 876, P19-21, Apr. 85. 
78, No. 877, P22, May 85. 
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Coal Transport—tinternational Symposium on Coal Transportation, 
Vol. 78, No. 881, P9, Sept. 85. 
Committees—10th ICPC Report, Vol. 78, No. 881, P22-23, Sept. 85. 
Conference of Metallurgists—24th Annual Conference of Metallurgists 
and 15th Annual Hydrometallurgical Meeting, Vol. 78, No. 873, 
P73, Jan. 85. 
—24th Annual Conference of Metallurgists and 15th Annual 
Hydrometallurgical Meeting, Vol. 78, No. 876, P69-71, Apr. 85. 
—24th Annual Conference of Metallurgists and 15th Annual 
Hydrometallurgical Meeting, Vol. 78, No. 877, P80, May 85: 
—24th Annual Conference of Metallurgists and 15th Annual 
Hydrometallurgical Meeting, Vol. 78, No. 877, P81-85, May 85. 
—24th Annual Conference of Metallurgists, Vol. 78, No. 877, 
P86-87, May 85. 
—24th Annual Conference of Metallurgists and 15th Annual 
Hydrometallurgical Meeting, Vol. 78, No. 878, P68, June 85. 
—24th Annual Conference of Metallurgists and 15th Annual 
Hydrometallurgical Meeting, Vol. 78, No. 878, P69-102, June 85. 
—International Symposium on Nickel Metallurgy, 25th Annual CIM 
Conference of Metallurgists, Vol. 78, Mo. 881, P78, Sept. 85. 
—25th Annual Conference of Metallurgists, CIM, Vol. 78, No. 881, 
P80, Sept. 85. 
—International Symposium on Nickel Metallurgy, Vol. 78, No. 882, 
P83, Oct. 85. 
—25th Annual Conference of Metallurgists, Vol. 78, No. 882, P84, 
Oct. 85. 
—24th Annual Conference of Metallurgists in Vancouver, Vol. 78, 
No. 883, P68-75, Nov. 85. 
—2Sth Annual Conference of Metallurgists—Call for Papers, Vol. 78, 
No. 884, P83, Dec. 85. 
Conferences—17th Annual Canadian Mineral Processors Conference, 
Vol. 78, No. 876, P7, Apr. 85. 
—7th Underground Operators Conference, Vol. 78, No. 876, 
P12-17, Apr. 85. 
—Geology Division Newsletter, Vol. 78, No. 876, P17-18, Apr. 85. 
—24th Annual Conference of Metallurgists and 15th Annual 
Hydrometallurgical Meeting, Vol. 78, No. 877, P81-85, May 85. 
—1986 M/E Plant Engineering and Maintenance Conference, Vol. 
78, No. 879, P12, July 85. 
Continuous Casting—International Symposium on Continuous 
Casting of Steel Billets, Vol. 78, No. 873, P74, Jan. 85. 
Cook, V.B.—1985-1986 Distinguished Lecturers, Vol. 78, No. 879, 
P7, July 85. 
Council—CIM Officers and Council 1985-1986, Vol. 78, No. 882, P8, 
Oct. 85. 
Courses—Short Course on Microcomputers in Mining, Vol. 78, 
No. 881, P64, Sept. 85. 
Crawford, Denyse—Coal Preparation in the Yellowhead, by 
Denyse Crawford, Vol. 78, No. 881, P11-13, Sept. 85. 
Crown Pillar Design—Crown Pillar Design Workshops Organized 
by RMSCC, Vol. 78, No. 873, P10-12, Jan. 85. 


D 


Denis, B.T.—CIM Obituaries, Vol. 78, No. 881, P35, Sept. 85. 

Distinguished Lecturers—1985-1986 Distinguished Lecturers, Vol. 78, 
No. 879, P7, July 85. 

District Awards—Second Meeting of CIM District 3, Vol. 78, 
No. 884, P10-14, Dec. 85. 

District 1—Fourth District 1 Meeting Looked at Challenges and 
Opportunities for Atlantic Canada, Vol. 78, No. 874, P19-25, 
Feb. 85. 

District 2—Fifth Meeting of CIM District 2, Vol. 78, No. 877, P20-21, 
May 85. 

—Cinquiéme Réunion du District 2 de l’ICM/Fifth District 2 
Meeting, Vol. 78, No. 878, P26-29, June 85. 

—Mise en valeur des ressources humaines, d’ici l’an 2000 théme de la 
5e Réunion du District 2/ Human Resource Management, Now Till 
2000 Theme of the Sth Meeting of District 2, Vol. 78, No. 883, 
P10-17, Nov. 85. 

District 3—Second District 3 Meeting, Vol. 78, No. 874, P33, Feb. 85. 

—Second District 3 Meeting, Vol. 78, No. 879, P26-34, July 85. 

District 4—A Preview of the 9th District 4 Meeting, Vol. 78, No. 878, 
P17-18, June 85. 

—Ninth District 4 Meeting, Vol. 78, No. 879, P40-43, July 85. 

—District 4 Meeting, Vol. 78, No. 884, P15-18, Dec. 85. 

—District 4 Meeting Looks at Resources for the Nineties, Vol. 78, 
No. 884, P15-18, Dec. 85. 

District 5—Second Annual District 5 Meeting, Vol. 78, No. 874, P35, 
Feb. 85. 
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—Second District 5 Meeting, Vol. 78, No. 877, P21, May 85. 
—Second District 5 Meeting, Vol. 78, No. 878, P30-35, June 85. 
—Second Meeting of CIM District 5 Looked at Economic Aspects 
in Mining and Development, Vol. 78, No. 884, P10-14, Dec. 85. 
District 6—Ninth District Six Meeting Focuses on New Challenge, 
Vol. 78, No. 873, P20-25, Jan. 85. 


E 


Education—McGill Representation at the Ist International Mining 
Students Symposium in Poland, Vol. 78, No. 881, P37-38, Sept. 85. 

Education Committee—CIM Education Committee’s 1985 Survey of 
Graduates in Mineral Sciences and Engineering, by John E. Udd, 
Vol. 78, No. 883, P26-30, Nov. 85. 

Eisenbrey, E.H.—CIM Obituaries, Vol. 78, No. 877, P17, May 85. 

Engineering—CIM Education Committee’s 1985 Survey of Graduates 
in Mineral Sciences and Engineering, by John E. Udd, Vol. 78, 
No. 883, P26-30, Nov. 85. 

Engstrom, J.—CIM Obituaries, Vol. 78, No. 875, P10-11, Mar. 85. 

Essay Competitions—Winners of the Annual CIM Student Essay 
Competition, Vol. 78, No. 877, P7, May 85. 


F 


Fingler, J.L.—Winnipeg Branch Awards, Vol. 78, No. 881, P6, Sept. 85. 


G 


Geology Division—Gold in the Western Shield, Vol. 78, No. 877, 
P18-19, May 85. 
—Granite-Related Mineral Deposits—Geology, Petrogenesis and 
Tectonic Setting, Vol. 78, No. 877, P23-26, May 85. 
—Gold in the Western Shield, Vol. 78, No. 879, P35-39, July 85. 
Geology Divison Newsletter—Geo!logy Division Newsletter, Vol. 78, 
No. 874, P31, Feb. 85. 
—Geology Division Newsletter, Vol 78, No. 875, P28, Mar. 85. 
—Geology Division Newsletter, Vol. 78, No. 876, P17-18, Apr. 85. 
—Geology Division Newsletter, Vol. 78, No. 879, P12-18, July 85. 
—Geology Division Newsletter, Vol. 78, No. 880, P12-13, Aug. 85. 
—Geology Division Newsletter, Vol. 78, No. 882, P18, Oct. 85. 
—Geology Division Newsletter, Vol. 78, No. 883, P19, Nov. 85. 
Gorrell, H.A.—CIM Obituaries, Vol. 78, No. 876, P33-34, Apr. 85. 
Graduates—CIM Education Committee’s 1985 Survey of Graduates 
in Mineral Sciences and Engineering, by John E. Udd, Vol. 78, 
No. 883, P26-30, Nov. 85. 
Granite—Geology Division Newsletter, Vol. 78, No. 876, P17-18, 
Apr. 85. 
Gregg River Resources Ltd.—Coal Preparation in the Yellowhead, by 
Denyse Crawford, Vol. 78, No. 881, P11-13, Sept. 85. 
Grimley, P.H.—1985-1986 Distinguished Lecturers, Vol. 78, No. 879, 
P7, July 85. 


H 


Handfield, L.—CIM Student Essay Competition Winners, Vol. 78, 
No. 884, P30-31, Dec. 85. 

Hester, K.D.—1985-1986 Distinguished Lecturers, Vol. 78, No. 879, 
P7, July 85. 

Hunt, A.E.—CIM Obituaries, Vol. 78, No. 884, P29, Dec. 85. 
Hydrometallurgical Meeting—Timmins Site of 14th Annual Hydro- 
metallurgical Meeting, Vol. 78, No. 873, P68-72, Jan. 85. 

—24th Annual Conference of Metallurgists and 15th Annual 
Hydrometallurgical Meeting, Vol. 78, No. 873, P73, Jan. 85. 
—24th Annual Conference of Metallurgists and 15th Annual 
Hydrometallurgical Meeting, Vol. 78, No. 877, P80, May 85. 
—24th Annual Conference of Metallurgists and 15th Annual 
Hydrometallurgical Meeting, Vol. 78, No. 877, P81-85, May 85. 
—24th Annual Conference of Metallurgists and 15th Annual 
Hydrometallurgical Meeting, Vol. 78, No. 878, P68, June 85. 
—24th Annual Conference of Metallurgists and 15th Annual 
Hydrometallurgical Meeting, Vol. 78, No. 878, P69-102, June 85. 
—Annual Hydrometallurgical Meeting Proceedings Donated to 
Reference Libraries, Vol. 78, No. 879, P87, July 85. 
Hydrometallurgy—International Symposium on Iron Control in 
Hydrometallurgy, Vol. 78, No. 873, P74, Jan. 85. 
—24th Annual Conference of Metallurgists and 15th Annual 
Hydrometallurgicai Meeting, Vol. 78, No. 876, P69-71, Apr. $5. 
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—International Symposium on Iron Control in Hydrometallurgy, 
Vol. 78, No. 878, P102, June 85. 

—International Symposium on Iron Control in Hydrometallurgy, 
Vol. 78, No. 883, P80, Nov. 85. 


I 


International Coal Preparation Congress—10th ICPC Report, 
Vol. 78, No. 873, P14-15, Jan. 85. 
—10th ICPC Report, Vol. 78, No. 874, P32-33, Feb. 85. 
—10th ICPC Report, Vol. 78, No. 876, P19-21, Apr. 85. 
—10th ICPC Report, Vol. 78, No. 877, P22, May 85. 
—10th ICPC Report, Vol. 78, No. 878, P21, June 85. 
—10th ICPC Report, Vol. 78, No. 879, P22-24, July 85. 
—10th ICPC Report, Vol. 78, No. 880, P17, Aug. 85. 
—Countdown, Vol. 78, No. 881, P8, Sept. 85. 
—10th ICPC Report, Vol. 78, No. 882, P13-14, Oct. 85. 
—10th ICPC Report, Vol. 78, No. 883, P17-18, Nov. 85. 
—10th ICPC Report, Vol. 78, No. 884, P19-21, Dec. 85. 
Iron and Steel Society of AIME—4th International Symposium on 
Agglomeration, Vol. 78, No. 875, P85-93, Mar. 85. 
Iron Control—International Symposium on Iron Control in Hydro- 
metallurgy, Vol. 78, No. 873, P74, Jan.85. 
—International Symposium on Iron Control in Hydrometallurgy, 
Vol. 78, No. 878, P102, June 85. 
—International Symposium on Iron Control in Hydrometallurgy, 
Vol. 78, No. 883, P80, Nov. 85. 


K 


Kelebek, S.—CIM Student Essay Competition Winners, 
78, No. 884, P30-31, Dec. 85. 


L 


Lainé, R.T-—1985-1986 Distinguished Lecturers, Vol. 78, No. 879, 
P7, July 85. 

Lamb, J.—CIM Obituaries, Vol. 78, No. 877, P17, May 85. 

Layer, D.B.—CIM Obituaries, Vol. 78, No. 873, P28, Jan. 85. 

Luscar Sterco (1977) Ltd.—Coal Preparation in the Yellowhead, by 
Denyse Crawford, Vol. 78, No. 881, P11-13, Sept. 85. 


M 


MSNS—The 98th Annual Meeting of The Mining Society of Nova 
Scotia, Vol. 78, No. 881, P17-21, Sept. 85. 

MacEachern, I.J.—CIM Obituaries, Vol. 78, No. 874, P42, Feb. 85. 
Maintenance Engineering—1986 M/E Plant Engineering and 
Maintenance Conference, Vol. 78, No. 879, P12, July 85. 
Maintenance/Engineering Division—Maintenance/Engineering 

Newsletter, Vol. 78, No. 876, P18-19, Apr. 85 
—DMaintenance/Engineering Newsletter, Vol. 78, No. 880, P14-15, 
Aug. 85. 
—Maintenance/Engineering Newsletter, Vol. 78, No. 881, P25, 
Sept. 85. 
—Maintenance/Engineering Newsletter, Vol. 78, No. 882, P16, 
Oct. 85. 
—Maintenance/Engineering Newsletter, Vol. 78, No. 884, P22-23, 
Dec. 85. 
Malkin, J.G.—CIM Obituaries, Vol. 78, No. 875, P10-11, Mar. 85. 
Mathias, P.J.—CIM Obituaries, Vol. 78, No. 879, P45, July 85. 
McPherson, R.—CIM Student Essay Competition Winners, Vol. 78, 
No. 884, P30-31, Dec. 85. 
Meetings—Ninth District 6 Meeting Focuses on New Challange, 
Vol. 78, No. 873, P20-25, Jan. 85. 
—Timmins Site of 14th Annual Hydrometallurgical Meeting, 
Vol. 78, No. 873, P68-72, Jan. 85. 
—Fourth District 1 Meeting Looked at Challenges and Opportunities 
for Atlantic Canada, Vol. 78, No. 874, P19-25, Feb. 85. 
—Second District 3 Meeting, Vol. 78, No. 874, P33, Feb. 85. 
—Second Annual District 5 Meeting, Vol. 78, No. 874, P35, Feb. 85. 
—36th Annual Technical Meeting of The Petroleum Society of CIM, 
Vol. 78, No. 876, P22, Apr. 85. 
—24th Annual Conference of Metallurgists and 15th Annual Hydro- 
metallurgical Meeting, Vol. 78, No. 876, P69-71, Apr. 85. 
—Fifth District 2 Meeting, Vol. 78, No. 877, P20-21, May 85. 
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—Second District 5 Meeting, Vol. 78, No. 877, P21, May 85. 
—87th Annual General Meeting, Vol. 78, No. 878, P7-16, June 85. 
—A Preview of the Ninth Annual District 4 Meeting, Vol. 78, 
No. 878, P17-18, June 85. 
—Cinquiéme Réunion du District 2 de I‘ICM/Fifth Meeting of CIM 
District 2, Vol. 78, No. 878, P26-29, June 85. 
—Second District 5 Meeting, Vol. 78, No. 878, P30-35, June 85. 
—Second District 3 Meeting, Vol. 78, No. 879, P26-34, July 85. 
—Ninth District 4 Meeting, Vol. 78, No. 879, P40-43, July 85. 
—32nd Annual Meeting of the Newfoundland Branch of CIM, Vol. 
78, No. 880, P10, Aug. 85. 
—Fifth Meeting of District 2, Vol. 78, No. 883, P10-17, Nov. 85. 
—CIM Meetings—1984, Vol. 78, No. 884, P9, Dec. 85. 
—Second Meeting of CIM District 5, Vol. 78, No. 884, P10-14, 
Dec. 85. 
—District 4 Meeting, Vol. 78, No. 884, P15-18, Dec. 85. 
—25th Annual Conference of Metallurgists—Call for Papers, 
Vol. 78, No. 884, P83, Dec. 85. 
Message du Nouvel An—A New Year’s Message from Walter J. Riva, 
President of CIM/Un message du nouvel an du president de 
VICM, Walter J. Riva, Vol. 78, No. 873, P9-10, Jan. 85. 
Metal Mining Division—Metal Mining Division Awards, Vol. 78, 
No. 883, P20, Nov. 85. 
Metallurgical Society of CIM—Timmins Site of 14th Annual 
Hydrometallurgical Meeting, Vol. 78, No. 873, P68-72, Jan.85. 
—Call for Nominations, Vol. 78, No. 877, P89, May 85. 
—International Symposium on Nickel Metallurgy, 25th Annual CIM 
Conference of Metallurgists, Vol. 78, No. 881, P78, Sept. 85. 
—Highlights of 1984-85 and Forecast of Activities for 1985-86, 
Metallurgical Society of CIM, Vol. 78, No. 882, P71-74, Oct. 85. 

—International Symposium on Nickel Metallurgy, Vol. 78, No. 882, 
P83, Oct. 85. 

—25th Annual Conference of Metallurgists, Vol. 78, No. 882, P84, 
Oct. 85. 

—24th Annual Conference of Metallurgists in Vancouver, Vol. 78, 
No. 883, P68-75, Nov. 85. 

Microcomputers—Short Course on Microcomputers in Mining, 
Vol. 78, No. 881, P64, Sept. 85. 

Mineral Economics Committee—Changing Gears—Mining’s New 
Competitive Structure—Theme of 3rd Mineral Economics 
Committee Meeting, Vol. 78, No. 874, P26-30, Feb. 85. 

Mineral Sciences—CIM Education Committee’s 1985 Survey of 
Graduates in Mineral Sciences and Engineering, by John E. Udd, 
Vol. 78, No. 883, P26-30, Nov. 85. 

Models—CIM 1986 Symposium on Ore Reserve Estimation, 
Methods, Models and Reality, Vol. 78, No. 884, P25, Dec. 85. 

Morrison, J.O.—CIM Student Essay Competition Winners, Vol. 78, 
No. 884, P30-31, Dec. 85. 

Moss, A.E.—CIM Obituaries, Vol. 78, No. 876, P33-34, Apr. 85. 


N 


New Brunswick Branch—16th Annual New Brunswick Branch 
Mini-Convention, Vol. 78, Io. 880, P8-10, Aug. 85. 

New Year’s Message—New Year’s Message from Walter J. Riva, 
President of CIM/Un message du nouvel an du president de 
ICM, Walter J. Riva, Vol. 78, No. 873, P9-10, Jan. 85. 

Newfoundland Branch—32nd Annual Meeting of the Newfoundland 
Branch of CIM, Vol. 78, No. 880, P10, Aug. 85. 

Nichols, J.E.—1985-1986 Distinguished Lecturers, Vol. 78, No. 879, 
P7, July 85. 

Nickel Development Institute—International Symposium on Nickel 
Metallurgy, 25th Annual CIM Conference of Metallurgists, Vol. 78, 
No. 881, P78, Sept. 85. 

Nickel Metallurgy—International Symposium on Nickel Metallurgy, 
25th Annual CIM Conference of Metallurgists, Vol. 78, No. 881, 
P78, Sept. 85. 

—International Symposium on Nickel Metallurgy, Vol. 78, No. 882, 
P83, Oct. 85. 

Nominations—Call for Nominations, Vol. 78, No. 877, P89, May 85. 

—Nominations for the Alcan Award and the Airey (Noranda) 
Award of the Metallurgical Society of CIM, Vol. 78, No. 883, 
P81, Nov. 85. 

—Nominations for the Alcan Award and the Airey (Noranda) 
Award of the Metallurgical Society of CIM, Vol. 78, No. 884, 
P83, Dec. 85. 

Non-Ferrous Pyrometallurgy—International Symposium on Quality 
Control in Non-Ferrous Pyrometallurgical Processes, Vol. 78, 
No. 873, P74, Jan. 85. 
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O 


Obed Mountain Coal Company Ltd.—Coal Preparation in the 
Yellowhead, by Denyse Crawford, Vol. 78, No. 881, P11-13, 
Sept. 85. 

Officers, CIM—CIM Officers and Council, 1985-1986, Vol. 78, 
No. 882, P8, Oct. 85. 

—Call for Nominations 1985-1986, Vol. 78, No. 882, P8-9, Oct. 85. 

Operators Conference—18th Canadian Mineral Processors Operators 
Conference, Vol. 78, No. 883, P31-34, Nov. 85. 

Ore Reserves—CIM 1986 Symposium on Ore Reserve Estimation, 
Methods, Models and Reality, Vol. 78, No. 884, P25, Dec. 85. 


P 


Pare, R.—CIM Student Essay Competition Winners, Vol. 78, No. 884, 
P30-31, Dec. 85. 

Personality Profiles—A Talk with Walter H. Bish, Vol. 78, No. 881, 
P14-15, Sept. 85. 

Petroleum Society of CIM—36th Annual Technical Meeting of the 
Petroleum-Society of CIM, Vol. 78, No. 876, P22, Apr. 85. 

—37th Annual Technical Meeting of the Petroleum Society of 
CIM, Vol. 78, No. 876, P22, Apr. 85. 

Plant Engineering—1986 M/E Plant Engineering and Maintenance 
Conference, Vol. 78, No. 879, P12, July 85. 

Plant Maintenance—1985 M/E Plant Engineering and Maintenance 
Conference, Vol. 78, No. 879, P12, July 85. 

Presidential Address—24th Annual Conference of Metallurgists in 
Vancouver, Vol. 78, No. 883, P68-75, Nov. 85. 

Presidential Message—A Message from the President, Vol. 78, 
No. 884, P7, Dec. 85. 

Proceedings—Crown Pillar Design Workshops Organized by 
RMSCC, Vol. 78, No. 873, P10-12, Jan. 85. 

—Ninth District 6 Meeting Focuses on New Challenge, Vol. 78, 
No. 873, P20-25, Jan. 85. 

—Timmins Site of 14th Annual Hydrometallurgical Meeting, Vol. 78 

No. 873, P68-72, Jan. 85. 

—Fourth District 1 Meeting Looked at Challenges and Opportunities 
for Atlantic Canada, Vol. 78, No. 874, P19-25, Feb. 85. 

—Changing Gears—Mining’s New Competitive Structure—Theme 
of 3rd Mineral Economics Committee Meeting, Vol. 78, No. 874, 
P26-30, Feb. 85. 

—17th Annual Canadian Mineral Processors Conference, Vol. 78, 
No. 876, P7, Apr. 85. 

—Seventh Underground Cperators Conference, Vol. 78, No. 876, 
P12-17, Apr. 85. 

—The 98th Annual Meeting of The Mining Society of Nova Scotia, 
Vol. 78, No. 881, P17-21, Sept. 85. 

—NMise en valeur des ressources humaines, d’ici l’an 2000 théme de la 
5¢ Réunion du District 2/ Human Resource Management, Now Till 
2000 Theme of the Fifth Meeting of District 2, Vol. 78, No. 883, 
P10-17, Nov. 85. 

—24th Annual Conference of Metallurgists in Vancouver, Vol. 78, 
No. 883, P68-75, Nov. 85. 

—Second Meeting of CIM District 5 Looked at Economic Aspects 
in Mining and Development, Vol. 78, No. 884, P10-14, Dec. 85. 

—District 4 Meeting Looks at Resources for the Nineties, Vol. 78, 
No. 884, P15-18, Dec. 85. 

Programs—87th Annual General Meeting, Vol. 78, No. 875, 
P33-84, Mar. 85. 

—Fourth International Symposium on Agglomeration, Vol. 78, 
No. 875, P85-93, Mar. 85. 

—Gold in the Western Shield, Vol. 78, No. 877, P18-19, May 85. 

—Granite-Related Mineral Deposits—Geology, Petrogenesis and 
Tectonic Setting, Vol. 78, No. 877, P23-26, May 85. 

—24th Annual Conference of Metallurgists and 15th Annual Hydro- 
metallurgical Meeting, Vol. 78, No. 877, P81-85, May 85. 

—Cinquiéme Réunion du District 2 de ’ ICM/Fifth Meeting of 
CIM District 2, Vol. 78, No. 878, P26-29, June 85. 

—Second District 5 Meeting, Vol. 78, No. 878, P30-35, June 85. 

—24th Conference of Metallurgists and 15th Annual Hydro- 
metallurgical Meeting, Vol. 78, No. 878, P69-102, June 85. 

—Second District 3 Meeting, Vol. 78, No. 879, P25-34, July 85. 

—Gold in the Western Shield, Vol. 78, No. 879, P35-39, July 85. 

—wNinth District 4 Meeting, Vol. 78, No. 879, P40-43, July 85. 

—18th Canadian Mineral Processors Operators Conference, Vol. 78, 
No. 883, P31-34, Nov. 85. 
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Quality Control—International Symposium on Quality Control in 
Non-Ferrous Pyrometallurgical Processes, Vol. 78, No. 873, 
P74, Jan. 85. 

—24th Conference of Metallurgists and 15th Annual Hydro- 
metallurgical Meeting, Vol. 78, No. 878, P69-102, June 85. 


R 


Redrupp, R.J.—CIM Obituaries, Vol. 78, No. 874, P42, Feb. 85. 

Riva, W.J.—A New Year’s Message from Walter J. Riva, President 
of CIM, Vol. 78, No. 873, P9-10, Jan.85. 

Rock Mechanics and Strata Control Committee—Crown Pillar 
Design Workshops Organized by RMSCC, Vol. 78, No. 873, 
P10-12, Jan. 85. 

—Rockburst Seminar Scheduled for March 1985, Vol. 78, No. 873, 
P14, Jan. 85. 

—A Seminar on Rockbursts in Hard Rock Mines, Vol. 78, No. 874, 
P34-35, Feb. 85. 

—Rock Mechanics and Strata Control Committee Newsletter, Vol. 78, 
No. 875, P30, Mar. 85. 

—Rock Mechanics and Strata Control Committee Newsletter, Vol. 78, 
No. 879, P19, July 85. 

—Rock Mechanics and Strata Control Committee Newsletter, Vol. 
No. 880, P14, Aug. 85. 

—Rock Mechanics and Strata Control Committee Newsletter, Vol. 
No. 882, P18, Oct. 85. 

—Rock Mechanics and Strata Control Committee Newsletter, Vol. 
No. 884, P24, Dec. 85. 

Rockbursts—A Seminar on Rockbursts in Hard Rock Mines, Vol. 
No. 874, P34-35, Feb. 85. 


S 


Science Fair—24th Annual Canada-Wide Science Fair, Vol. 
No. 880, P6, Aug. 85. 

Seminars—Rockburst Seminar Scheduled for March 1985, Vol. 
No. 873, P14, Jan. 85. 

—A Seminar on Rockbursts in Hard Rock Mines, Vol. 78, No. 
874, P34-35, Feb. 85. 

Senicie, M.K.—CIM Obituaries, Vol. 78, No. 883, P22, Nov. 85. 

Sherritt Hydrometallurgy Award—The Sherritt Hydrometallurgy 
Award, Vol. 78, No. 873, P72, Jan. 85. 

Statistical Process Control—24th Annual Conference of Metallurgists 
and 15th Annual Hydrometallurgical Meeting, Vol. 78, No. 876, 
P69-71, Apr. 85. 

—24th Conference of Metallurgists and 15th Annual Hydro- 
metallurgical Meeting, Vol. 78, No. 878, P69-102, June 85. 
Steel Billets—International Symposium on Continuous Casting of 

Steel Billets, Vol. 78, No. 873, P74, Jan. 85. 
—24th Annual Conference of Metaliurgists and 15th Annual 
Hydrometallurgical Meeting, Vol. 78, No. 876, P69-71, Apr. 85. 
—24th Conference of Metallurgists and 15th Annual Hydro- 
metallurgical Meeting, Vol. 78, No. 878, P69-102, June 85. 

Steel Industry—24th Conference of Metallurgists and 15th Annual 
Hydrometallurgical Meeting, Vol. 78, No. 878, P69-102, June 85. 

Student Essay Competition—Winners of the Annual CIM Student 
Essay Competition, Vol. 78, No. 877, P7, May 85. 

Student Essay Winners—Winners of the Annual CIM Student Essay 
Competition, Vol. 78, No. 877, P7, May 85. 

—CIM Student Essay Competition Winners, Vol. 78, No. 884, 
P30-31, Dec. 85. 

Symposia—International Symposium on Iron Control in Hydro- 
metallurgy, Vol. 78, No. 873, P74, Jan. 85. 

—International Symposium on Continuous Casting of Steel Billets, 
Vol. 78, No. 873, P74, Jan. 85. 
—lInternational Symposium on Quality Control in Non-Ferrous 
Pyrometallurgical Processes, Vol. 78, No. 873, P74, Jan. 85. 
—Changing Gears—Mining’s New Competitive Structure—Theme 
of 3rd Mineral Economics Committee Meeting, Vol. 78, No. 
874, P26-30, Feb. 85. 

—4th International Symposium on Agglomeration, Vol. 78, No. 875, 
P85-93, Mar. 85. 

—4th International Symposium on Agglomeration, Vol. 78, No. 876, 
P30-31, Apr. 85. 

—Gold in the Western Shield, Vol. 78, No. 877, P18-19, May 85. 
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—Granite-Related Mineral. Deposits—Geology, Petrogenesis and 
Tectonic Setting, Vol. 78, No. 877, P23-26, May 85. 

—4th International Symposium on Agglomeration, Vol. 78, No. 877, 
P33, May 85. 

—24th Annual Conference of Metallurgists and 15th Annual Hydro- 
metallurgical Meeting, Vol. 78, No. 877, P81-85, May 85. 

—International Symposium on Iron Control in Hydrometallurgy, 
Vol. 78, No. 878, P102, June 85. 

—Gold in the Western Shield, Vol. 78, No. 879, P35-39, July 85. 

—Agglomeration ’85 Brings Together Delegates from Around the 
World, Vol. 78, No. 880, P18-21, Aug. 85. 

—lInternational Symposium on Coal Transportation, Vol. 78, No. 
881, P9, Sept. 85. 

—McGill Representation at the Ist International Mining Students 
Symposium in Poland, Vol. 78, No. 881, P37-38, Sept. 85. 

—lInternational Symposium on Iron Control in Hydrometallurgy, 
Vol. 78, No. 883, P80, Nov. 85. 

—lInternational Symposium on the Effects and Control of Inclu- 
sions and Residuals in Steels, Vol. 78, No. 883, P81, Nov. 85. 
—CIM 1986 Symposium on Ore Reserve Estimation, Methods, 

Models and Reality, Vol. 78, No. 884, P25, Dec. 85. 


T 


Thomas, D.D.—CIM Obituaries, Vol. 78, No. 881, P35, Sept. 85. 


Thompson, F.W.—CIM Obituaries, Vol. 78, No. 878, P36, June 85. 

Tours—International Sympusium on Coal Transportation, Vol. 78, 
No. 881, P9, Sept. 85. 

Trowell, P.D.—CIM Student Essay Competition Winners, Vol. 78, 
No. 884, P30-31, Dec. 85. 


U 


Udd, J.E.—CIM Education Committee’s 1985 Survey of Graduates in 
Mineral Sciences and Engineering, by John E. Udd, Vol. 78, 
No. 883, P26-30, Nov. 85. 

Underground Operators Conference—Seventh Underground 
Operators Conference, Vol. 78, No. 876, P12-17, Apr. 85. 


Ww 


Workshops—Crown Pillar Design Workshops Organized by RMSCC, 
Vol. 78, No. 873, P10-12, Jan. 85. 


Y 


Yellowhead—Coal Preparation in the Yellowhead, by Denyse Crawford, 
Vol. 78, No. 881, P11-13, Sept. 85. 





General News Items 
A 


Acoustic Emission—Conference of Acoustic Emission/Microseismic 
Activity in Geologic Structures and Materials, Vol. 78, No. 877, 
P57, May 85. 

—Acoustic Emissions/Microseismic Techniques in Mining Engineer- 
ing Seminar, Vol. 78, No. 883, P50, Nov. 85. 

Advisory Committee—Advisory Committee on Asbestos Industry 
Meets, Vol. 76, No. 880,.P44, Aug. 85. 

Alloys—7th International Conference on the Strength of Metals and 
Alloys, Vol. 78, No. 876, P81, Apr. 85. 

Apex Mine—Apex Mine goes into Production, Vol. 78, No. 879, 
P86-87, July 85. 

Archeaological Metallurgy—Archeaological and Historical Metallurgy 
at Materials Week ’85, Vol. 78, No. 884, P79-80, Dec. 85. 
Asbestos Cement—First International Conference on Asbestos-Cement, 

Vol. 78, No. 880, P63, Aug. 85. 

Asbestos Industry—Advisory Committee on Asbestos Industry Meets, 
Vol. 78, No. 880, P44, Aug. 85. 

Austrian Empire—Chemistry and Metallurgy in the Austrian 
Empire — 1740-1918, by Fathi Habashi, Vol. 78, No. 873, 
P75-77, Jan. 85. 

Awards—Engineering Design Award, Vol. 78, No. 874, P69, Feb. 85. 

—The Engineering Institute of Canada Presents Awards, Vol. 78, 
No. 879, P68, July 85. 
—The Manning Awards, Vol. 78, No. 884, P46, Dec. 85. 


B 


Batteries—Lithium Batteries, by J.L. Hopkins, Vol. 78, No. 875, P137- 
138, Mar. 85. 

BIOMINET—BIOMINET 3rd General Meeting, 
No. 880, P72, Aug. 85. 

Biotechnology—Accelerating Research in Biotechnology, Vol. 78, 
No. 884, P81-82, Dec. 85. 

Blasthole Mining—Seminar on Underground Blast Hole Mining, Vol. 
78, No. 875, Pill, Mar. 85. 

Blasting Systems—Blasting Systems Seminar, Vol. 78, No. 883, P47, 
Nov. 85. 

Books—Silver Centre—A Book on Canadian Mining, Vol. 78, No. 884, 
P68, Dec. 85. 

Bulk Solids—Eleventh Annual Powder and Bulk Solids Conference/ 
Exhibition, Vol. 78, No. 884, P62, Dec. 85. 


C 


Call for Papers—IPMI Issues Call for Papers for 10th International 


1985, Vol. 78, 
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Precious Metals Conference, Vol. 78, No. 887, P57, May 85. 
—lInternational Titanium Conference, Vol. 78, No. 880, P48, Aug. 
85. 
Canadian Geological Foundation—Canadian Geological Foundation, 
Vol. 78, No. 883, P61, Nov. 85. 
Canadian Metallurgical News—Canadian Metallurgical News, by J.L. 
Hopkins, Vol. 78, No. 873, P78-79, Jan. 85. 
—Copper Bottoms or Tops Brass ’Pinions, by J.L. Hopkins, Vol. 
78, No. 874, P89-91, Feb. 85. 
—Lithium Batteries, by J.L. Hopkins, Vol. 78, No. 875, P137-138, 
Mar. 85. 
—Titanium, by J.L. Hopkins, Vol. 78, No. 876, P72-73, Apr. 85. 
—Sound and Ultrasound, by J.L. Hopkins, Vol. 78, No. 877, 
P88-89, May 85. 
—Lead in the Environment, by J.L. Hopkins, Vol. 78, No. 878, 
P105-106, June 85. 
—Apex Mine Goes into Production, by J.L. Hopkins, Vol. 78, No. 
879, P86-87, July 85. 
—Chemical Processing in Ceramic Development, by J.L. Hopkins, 
Vol. 78, No. 880, P71-72, Aug. 85. 
—A New Dollar Coin, by J.L. Hopkins, Vol. 78, No. 881, P77-80, 
Sept. 85. 
—East Kemptville Tin, by J.L. Hopkins, Vol. 78, No. 882, P80-84, 
Oct. 85. 
—Canadian Metallurgical News, by J.L. Hopkins, Vol. 78, No. 883, 
P79-80, Nov. 85. 
—Accelerating Research in Biotechnology, Vol. 78, No. 884, P81-82, 
Dec. 85. 
Canadian Mining—Silver Centre—A Book on Canadian Mining, Vol. 
78, No. 884, P68, Dec. 85. 
Canadian Society for Chemistry—6%th Canadian Chemical Conference 
and Exhibition, Vol. 78, No. 882, P65, Oct. 85. 
Canadian Society for Civil Engineers—Annual Meeting of The Cana- 
dian Society for Civil Engineers, Vol. 78, No. 884, P68, Dec. 85. 
Centre for Metallurgical Process Engineering—New Metallurgical 
Centre Established at UBC, Vol. 78, No. 880, P38, Aug. 85. 
Ceramics—Chemical Processing in Ceramic Development, by J.L. 
Hopkins, Vol. 78, No. 880, P71-72, Aug. 85. 
Chemical Engineering—69th Canadian Chemical Conference and 
Exhibition, Vol. 78, No. 882, P65, Oct. 85. 

Chemical Processing—Chemical Processing in Ceramic Develop- 
ment, by J.L. Hopkins, Vol. 78, No. 880, P71-72, Aug. 85. 
Chemistry—Chemistry and Metallurgy in the Austrian Empire — 

1740-1918, by Fathi Habashi, Vol. 78, No. 873, P75-77, Jan. 85. 
Chromite—U.S. Bureau of Mines Sponsors Chromite/Chromium Con- 
ferences, Vol. 78, No. 877, P49, May 85. 
Chromium—U.S. Bureau of Mines Sponsors Chromite/Chromium 
Conferences, Vol. 78, No. 877, P49, May 85. 
Coal—High-Sulphur Coals Focus of Conference, Vol. 78, No. 881, 
P58, Sept. 85. 
—Coal Science Conference, Vol. 78, No. 881, P74, Sept. 85. 
Coal Handling—CoalTrans ’86, Vol. 78, No. 883, P50, Nov. 85. 
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Coal Research Centre—Coal Research Centre Opens in Devon, Alberta, 
Vol. 78, No. 882, P37, Oct. 85. 

Coal Trade—CoalTrans ’86, Vol. 78, No. 883, P50, Nov. 85. 

Coal Transport—CoalTrans ’86, Vol. 78, No. 883, P50, Nov. 85. 

Cold Weather Operations—Utilities Delivery in Cold Regions-4, Vol. 
78, No. 878, P58, June 85. 

Colloque—Colloque sur l’informatique appliquee a |’industrie 
minerale, Vol. 78, No. 874, P98, Feb. 85. 

Competitions—TDA Announces Applications Competition, Vol. 78, 
No. 880, P40, Aug. 85. 

Complex Sulphides—1985 Extractive and Process Metallurgy Fall 
Meeting: International Complex Sulphides Symposium, Vol. 78, 
No. 873, P73, Jan. 85. 

Computer Applications—Symposium on Computer Applications in 
the Mineral Industry at Rouyn, Quebec, Vol. 78, No. 875, P119, 
Mar. 85. 

—APCOM 86 — Symposium on Computer Applications in the 
Mineral Industries, Vol. 78, No. 876, P66, Apr. 85. 

Computer Modelling—Symposium on Computer Modelling to be held 
in Ottawa, Vol. 78, No. 882, P58, Oct. 85. 

Computer Sy 3rd Canadian Conference on Industrial Com- 
puter Systems, Vol. 78, No. 881, P64, Sept. 85. 

Concordia University—7th International Conference on the Strength 
of Metals and Alloys, Vol. 78, No. 876, P81, Apr. 85. 

Conference of Metallurgists—Mining and Metallurgical History at 
the 1985 Conference of Metallurgists, Vol. 78, No. 884, P79, 
Dec. 85. 

Conferences—North American Energy Markets Conference, Vol. 78, 
No. 874, P59, Feb. 85. 

Conferences—Pacific Northwest Metals and Minerals Conference, 
Vol. 78, No. 875, P111, Mar. 85. 

—International Conference on Martensitic Transformations, Vol. 
78, No. 875, P119, Mar. 85. 

—ICOSH ’85 Focusses on Issues Affecting Insurability, Vol. 78, 
No. 875, P132, Mar. 85. 

—Seventh International Conference on the Strength of Metals and 
Alloys, Vol. 78, No. 876, P81, Apr. 85. 

—U.S. Bureau of Mines Sponsors Chromite/Chromium Con- 
ferences, Vol. 78, No. 877, P49, May 85. 

—Gold 100—An International Conference on Gold, Vol. 78, No. 
877, P49, May 85. 

—Eighth International Heat Transfer Conference, Vol. 78, No. 
877, P52, May 85. 

—Kamloops Chosen for Environment Conference, Vol. 78, No. 
877, P52, May 85. 

—IPMI Issues Call for Papers for 10th International Precious 
Metals Conference, Vol. 78, No. 877, P57, May 85. 

—Conference on Acoustic Emission/Microseismic Activity in 
Geologic Structures and Materials, Vol. 78, No. 877, P57, May 
85. 

—Seventh International Conference on the Strength of Metals and 
Alloys, Vol. 78, No. 877, P87, May 85. 

—Water Pollution and Wastewater Treatment Conference, Vol. 
78, No. 878, P62, June 85. 

—Conference on Waste Management in Canada, Vol. 78, No. 878, 
P123, June 85. 

—Asian Mining ’88, Vol. 78, No. 879, P77, July 85. 

—International Titanium Conference, Vol. 78, No. 880, P48, Aug. 
85. 

—First International Conference on Asbestos-Cement, Vol. 78, 
No. 880, P65, Aug. 85. 

—High-Sulphur Coal Focus on Conference, Vol. 78, No. 881, P58, 
Sept. 85. 

—3rd Canadian Conference on Industrial Computer Systems, Vol. 
78, No. 881, P64, Sept. 85. 

—Coal Science Conference, Vol. 78, No. 881, P74, Sept. 85. 

—69th Canadian Chemical Conference and Exhibition, Vol. 78, 
No. 882, P65, Oct. 85. 

—CoalTrans ’86, Vol. 78, No. 883, P50, Nov. 85. 

—13th Annual Geoscience Forum, Vol. 78, No. 883, P65, Nov. 85. 

—1lth Annual Powder and Bulk Solids Conference/ Exhibition, 
Vol. 78, No. 874, P62, Dec. 85. 

Congresses—13th Congress of the Council of Mining and 

Metallurgical Institutions, Vol. 78, No. 873, P48, Jan. 85. 

—Johannesburg is Host City for Earth-Sciences Congress, Vol. 78, 
No. 873, P61, Jan. 85. 

—European Ironmaking Congress, Vol. 78, No. 875, P106, 
Mar. 85. 

—73rd Annual Safety Congress Moves to New Orleans, Vol. 78, 
No. 880, P44, Aug. 85. 
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—European Ironmaking Congress, Vol. 78, No. 881, P74, Sept. 85. 
—13th Congress of the Council of Mining and Metallurgical 
Institutions, Vol. 78, No. 883, P90, Nov. 85. 
Cooperative Research—University Group Formed to Increase 
Cooperative Research, Vol. 78, No. 876, P66, Apr. 85. 
Copper—Native Copper: Humanity’s Introduction to Metallurgy? 
Part 2: Metallurgical Characteristics and Utilization, by M.L. 
Wayman, Vol. 78, No. 881, P75-77, Sept. 85. 
Copper Deposits—Symposium on Sediment-Hosted Stratiform Cop- 
per Deposits, Vol. 78, No. 878, P62, June 85. 
Corrosion—Corrosion in the Mining Industry, Vol. 78, No. 873, P85, 
Jan. 85. 
Council of Mining and Metallurgical Institutions—13th Congress of 
the Council of Mining and Metallurgical institutions, Vol. 78, 
No. 873, P48, Jan. 85. 
—13t:. Congress of the Council of Mining and Metallurgical 
Institutions, Vol. 78, No. 883, P90, Nov. 85. 
Courses—Introduction to Microcomputers Short Courses Announ- 
ced, Vol. 78, No. 873, P64, Jan. 85. 
—Professional Development in Mineral Economics, Sponsored by 
the Province of Newfoundland and Labrador, Vol. 78, No. 881, 
P28, Sept. 85. 
—Short Course on Geostatistical Ore Reserve Estimation, Vol. 78, 
No. 884, P93, Dec. 85. 
Craddock, P.T.—Goat Path Discovery Unlocks Secrets of Medieval 
Zinc, by P.T. Craddock, Vol. 78, No. 875, P135-137, Mar. 85. 
Crawford, Denyse, B.—The Golden Sunrise of Hemlo, by Denyse B. 
Crawford, Vol. 78, No. 874, P9-12, Feb. 85. 
Cyanide—The First Cyanide Leaching Plants in Canada, by J.E. 
Dutrizac and J.B. O’Reilly, Vol. 78, No. 876, P75-76, Apr. 85. 
Cyanide Leaching Plant—Further Observations on Canada’s First 
Cyanide Leaching Plant, by J.E. Dutrizac and J.B. O’Reilly, 
Vol. 78, No. 880, P70-71, Aug. 85. 


D 


Dangerous Goods—The Transportation of Dangerous Goods Act, 
Vol. 78, No. 880, P63, Aug. 85. 

Data Centre—ASM Open Canadian Data Centre, Vol. 78, No. 880, 
P38, Aug. 85. 

Dust Hazards—Seminars on the Industrial Dangers of Dust, Vol. 78, 
No. 882, P89, Oct. 85. 

Dutrizac, J.E.—The First Cyanide Leaching Plants in Canada, by 
J.E. Dutrizac and J.B. O’Reilly, Vol. 78, No. 876, P75-76, 
Apr. 85. 

—Further Observations on Canada’s First Cyanide Leaching 
Plant, by J.E. Dutrizac and J.B. O’Reilly, Vol. 78, No. 880, 
P70-71, Aug. 85. 


E 


Earth Sciences—Johannesburg is Host City for Earth Science Con- 
gress, Vol. 78, No. 873, P61, Jan. 85. 

Electrorefining—Copper Electrorefining and Winning 87, Vol. 78, 
No. 879, P85, July 85. 

Electrum—The Processing of Gold Ore in the Ancient World, by 
John F. Healy, Vol. 78, No. 874, P84-88, Feb. 85. 

Energy Market—North American Energy Markets Conference, Vol. 
78, No. 874, P59, Feb. 85. 

Engineering Design—Engineering Design Award, Vol. 78, No. 874, 
P69, Feb. 85. 

Engineering Institute of Canada—The Engineering Institute of 
Canada Presents Awards, Vol. 78, No. 879, P68, July 85. 
Environment—Kamloops Chosen for Environment Conference, Vol. 

78, No. 877, P52, May 85. 
—Lead in the Environment, by J.L. Hopkins, Vol. 78, No. 878, 
P105-106, June 85. 

Equipment—Finland—A Giant of Mining Technology, Vol. 78, No. 
882, P21-28, Oct. 85. 

Equipment Maintenance—Equipment Maintenance Council Announ- 
ces Maintenance and Computer Seminars, Vol. 78, No. 882, 
P42, Oct. 85. 

Equipment Selection—Mining Equipment Selection Symposium, Vol. 
78, No. 877, P49, May 85. 

Exhibitions—Mining 85 Run-up Gathers Momentum, Vol. 78, No. 
876, P66, Apr. 85. 

—Spectrum 86, Vol. 78, No. 880, P38, Aug. 85. 
—CoalTrans ’86, Vol. 78, No. 883, P50, Nov. 85. 





—11ith Annual Powder and Bulk Solids Conference/ Exhibition, 

Vol. 78, No. 884, P62, Dec. 85. 

Exploration—Economic Guidelines for Exploration Planning, Vol. 
78, No. 882, P89, Oct. 85. 

Extraction Metallurgy—IMM to Host Extraction Metallurgy ’85 Sym- 
posium, Vol. 78, No. 879, P68, July 85. 

Extractive Metallurgy—1985 Extractive and Process Metallurgy Fall 
Meeting: International Complex Sulphides Symposium, Vol. 78, 
No. 873, P73, Jan. 85. 


F 


Finnish Foreign Trade Association—Finland — A Giant of Mining 
Technology, Vol. 78, No. 882, P21-28, Oct. 85. 
Finnish Society of Mining Engineers—Large Rock Caverns Interna- 
tional Symposium, Vol. 78, No. 880, P66, Aug. 85. 
Forums—Science Forums on Basic Research and Applied Tech- 
nology, Vol. 78, No. 882, P37, Oct. 85. 
—13th Annual Geoscience Forum, Vol. 78, No. 883, P65, 


Nov. 85. 
G 


GAC—Canadian Geological Foundation, Vol. 78, No. 883, P6i, 
Nov. 85. 

Geochemical Exploration—1\th International Geochemical Explora- 
tion Symposium, Vol. 78, No. 874, P59, Feb. 85. 

Geological Association of Canada—Joint Annual Meeting of 
GAC/MAC, Vol. 78, No. 873, P64, Jan. 85. 

—Joint Annual Meeting, Vol. 78, No. 879, P68, July 85. 

—Gold ‘86, Vol. 78, No. 884, P58, Dec. 85. 

Geological Society of Australia—8th Australian Geological Conven- 
tion, Vol. 78, No. 882, P65, Oct. 85. 

Geological Surveys—13th Annual Geoscience Forum, Vol. 78, 
No. 883, P65, Nov. 85. 

Geoscience—Geoscience Research Seminar and Open House, Vol. 78, 
No. 883, P42, Nov. 85. 

Geoscientific Organizations—Annual Reviews of Activities—Provin- 
cial and Federal Geoscientific Organizations, Vol. 78, No. 884, 
P74, Dec. 85. 

Geostatistics—Short Courses on Geostatistical Ore Reserve Estima- 
tion, Vol. 78, No. 884, P93, Dec. 85. 

Gibbins, W.A.—Frobisher’s Gold on Kodlunarn Island—Fact or 
Fable? by D.D. Hogarth, J. Loop and W.A. Gibbins, Vol. 78, 
No. 883, P75-79, Nov. 85. 

Gold—Gold 100—An International Conference on Gold, Vol. 78, 
No. 877, P49, May 85. 

—Frobisher’s Gold on Kodlunarn Island—Fact or Fable? by D.D. 
Hogarth, J. Loop and W.A. Gibbins, Vol. 78, No. 883, P75-79, 
Nov. 85. 

—Gold ’86, Vol. 78, No. 884, P58, Dec. 85. 

Gold Deposits—The Golden Sunrise of Hemlo, by Denyse B. 
Crawford, Vol. 78, No. 874, P9-12, Feb. 85. 

—Symposium on Geology of Gold Deposits, Vol. 78, No. 874, 
P83, Feb. 85. 

Gold Exploration—Gold Exploration 1985, Vol. 78, No. 873, P67, 
Jan. 85. 

Gold Ore—The Processing of Gold Ores in the Ancient World, by 
John F. Healy, Vol. 78, No. 874, P84-88, Feb. 85. 

Governments—Federal Government Publications, Vol. 78, No. 883, 
P54, Nov. 85. 

Granite—International Symposium on Granites and Associated 
Mineralizations, Vol. 78, No. 883, P61, Nov. 85. 

Grants—Canadian Geological Foundation, Vol. 78, No. 883, P61, 
Nov. 85. 


H 


Habashi, F.—Chemistry and Metallurgy in the Austrian Empire— 

1740-1918, by Fathi Habashi, Vol. 78, No. 873, P75-77, Jan. 85. 
—Ida Noddack (1896-1978), by Fathi Habashi, Vol. 78, No. 877, 

P90-93, May 85. 

Health—ICOSH ’85 F- cusses on Issues Affecting Insurability, Vol. 
78, No. 875, P13z, Mar. 85. 

Healy, J.F.—The Processing of Gold Ores in the Ancient World, by 
John F. Healy, Vol. 78, No. 874, P84-88, Feb. 85. 


Heat Transfer—International Heat Transfer Conference, Vol. 78, No. 
877, P52, May 85. 

Hemlo—The Golden Sunrise of Hemlo, by Denyse B. Crawford, Vol. 
78, No. 874, P9-12, Feb. 85. 

Historical Metallurgy—Chemistry and Metallurgy in the Austrian 
Empire—1740-1918, by Fathi Habashi, Vol. 78, No. 873, 
P75-77, Jan. 85. 

—The Processing of Gold Ores in the Ancient World, by John F. 
Healy, Vol. 78, No. 874, P84-88, Feb. 85. 

—Goat Path Discovery Unlocks Secrets of Medieval Zinc, by P.T. 
Craddock, Vol. 78, No. 875, P135-137, Mar. 85. 

—The First Cyanide Leaching Plants in Canada, by J.E. Dutrizac 
and J.B. O’Reilly, Vol. 78, No. 876, P75-76, Apr. 85. 

—Ida Noddack (1896-1978), by Fathi Habashi, Vol. 78, No. 877, 
P90-93, May. 85. 

—The Steirische Eisenstrasse, by Dr. Renate Metlar, Vol. 78, No. 
878, P103-104, June 85. 

—-Native Copper: Humanity’s, Introduction to Metallurgy? by 
Michael L. Wayman, Vol. 78, No. 880, P67-69, Aug. 85. 

—Further Observations on Canada’s First Cyanide Leaching 
Plant, by J.E. Dutrizac and J.B. O’Reilly, Vol. 78, No. 880, 
P70-71, Aug. 85. 

—Native Copper: Humanity’s Introduction to Metallurgy? Part 2: 
Metallurgical Characteristics and Utilization, by M. L. 
Wayman, Vol. 78, No. 881, P75-77, Sept. 85. 

—The Historical Metallurgy Society and The History and Pre- 
history of Metallurgy in Europe, by R.F. Tylecote, Vol. 78, No. 
882, P75-77, Oct. 85. 

—Frobisher’s Gold on Kodlunarn Island — Fact or Fable? by 
D.D. Hogarth, J. Loop and W.A. Gibbins, Vol. 78, No. 883, 
P75-79, Nov. 85. 

—Mining and Metallurgical History at the 1985 Conference of 
Metallurgists, Vol. 78, No. 884, P79, Dec. 85. 

—Archeaological and Historical Metallurgy at Materials Week ’85, 
Vol. 78, No. 884, P79-80, Dec. 85. 

History—Great Thompson Nickel Discovery, Vol. 78, No. 884, P58, 
Dec. 85. 

Hogarth, D.D.—Frobisher’s Gold on Kodlunarn Island — Fact or 
Fable? by D.D. Hogarth, J. Loop and W.A. Gibbins, Vol. 78, 
No. 883, P75-79, Nov. 85. 

Hopkins, J.L.—Canadian Metallurgical News, Vol. 78, No. 873, 
P78-79, Jan. 85. 

—Copper Bottoms or Top Brass ’Pinions, by J.L. Hopkins, Vol. 
78, No. 874, P89-91, Feb. 85. 

—Lithium Batteries, by J.L. Hopkins, Vol. 78, No. 875, P137-138, 
Mar. 85. 

—Titanium, by J.L. Hopkins, Vol. 78, No. 876, P72-73, Apr. 85. 

—Sound and Ultrasound, by J.L. Hopkins, Vol. 78, No. 877, 
P88-89, May. 85. 

—Lead in the Environment, by J.L. Hopkins, Vol. 78, No. 878, 
P105-106, June 85. 

—Apex Mine Goes into Production, Vol. 78, No. 879, P86-87, July 
85. 

—Chemical Processing in Ceramic Development, by J.L. Hopkins, 
Vol. 78, No. 880, P71-72, Aug. 85. 

—A New Dollar Coin, by J.L. Hopkins, Vol. 78, No. 881, P77-80, 
Sept. 85. 

—East Kemptville Tin, by J.L. Hopkins, Vol. 78, No. 882, P80-84, 
Oct. 85. 

—Canadian Metallurgical News, by J.L. Hopkins, Vol. 78, No. 
883, P79-80, Nov. 85. 

Hydraulics—Hydraulics and Robotics Workshop, Vol. 78, No. 876, 
P66, Apr. 85. 


IMM—IMM To Host Extraction Metallurgy ’85 Symposium, Vol. 78, 
No. 879, P68, July 85. 

Inco—Great Thompson Nickel Discovery, Vol. 78, No. 884, P58, 
Dec. 85. 

Index—General Index, CIM Bulletin, Volume 77, Numbers 861-872, 
Vol. 78, No. 874, P108-126, Feb. 85. 

Industrial Health—Seminars on the Industrial Dangers of Dust, Vol. 
78, No. 882, P89, Oct. 85. 

Iron Making—European Ironmaking Congress, Vol. 78, No. 875, 
P106, Mar. 85. 

—European Ironmaking Congress, Vol. 78, No. 881, P74, 

Sept. 85. 
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K 


Kodlunarn Island—Frobisher’s Gold on Kodlunarn Island — Fact or 
Fable? by D.D. Hogarth, J. Loop and W.A. Gibbins, Vol. 78, 
“No. 883, P75-79, Nov. 85. 


L 


L’industrie minerale—Colloque sur l’informatique applique 4 
l’industrie minerale, Vol. 78, No. 874, P98, Feb. 85. 

Lac Minerals Ltd.—The Golden Sunrise of Hemlo, by Denyse 
B. Crawford, Vol. 78, No. 874, P9-12, Feb. 85. 

Laurentian University—Seminars on the Industrial Dangers of Dust, 
Vol. 78, No. 882, P89, Oct. 85. 

Leaching—Canadian Metallurgical News, Vol. 78, No. 873, P78-79, 
Jan. 85. 

Leaching Plants—The First Cyanide Leaching Plants in Canada, by 
J.E. Dutrizac and J.B. O’Reilly, Vol. 78, No. 876, P75-76, Apr. 
85. 

Lead—Lead in the Environment, by J.L. Hopkins, Vol. 78, No. 878, 
P105-106, June 85. 

—Lead/Zinc 1986 Annual Meeting, Vol. 78, No. 883, P42, Nov. 

85. 

Lead Industries Association—Lead/ Zinc 1986 Annual Meeting, Vol. 
78, No. 883, P42, Nov. 85. 

Lithium—Lithium Batteries, by J.L. Hopkins, Vol. 78, No. 875, 
P137-138, Mar. 85. 

Loop, J.—Frobisher’s Gold on Kodlunarn Island — Fact or Fable? 
by D.D. Hogarth, J. Loop and W.A. Gibbins, Vol. 78, No. 883, 
P75-79, Nov. 85. 


M 


MAC—Canadian Geological Foundation, Vol. 78, No. 883, P61, 
Nov. 85. 
Management—Changing Management Methods in Open-Pit Mines, 
by Peter V. Young, Vol. 78, No. 879, P46-48, July 85. 
Mining Awards—The Manning Awards, Vol. 78, No. 884, P46, Dec. 
85. 
Martensitic Transformations—International Conference on Marten- 
sitic Transformations, Vol. 78, No. 875, P119, Mar. 85. 
Materials Congress—Archeaological and Historical Metallurgy at 
Materials Week ’85, Vol. 78, No. 884, P79-80, Dec. 85. 
McGill University—Acoustic Emissions/Microseismic Techniques in 
Mining Engineering Seminar, Vol. 78, No. 883, P50, Nov 85. 
Meetings—Joint Annual Meeting of GAC/MAC, Vol. 78, No. 873, 
P64, Jan. 85. 
—Joint Annual Meeting of GAS/MAC, Vol. 78, No. 879, P68, 
July 85. 
—8th Australian Geological Convention, Vol. 78, No. 882, P65, 
Oct. 85. 
—9lst Annual Northwest Mining Association Convention, Vol. 
78, No. 882, P68, Oct. 85. 
—Lead/Zinc 1986 Annual Meeting, Vol. 78, No. 883, P42, Nov. 
85. 
—Annual Meeting of The Canadian Society for Civil Engineers, 
Vol. 78, No. 884, P68, Dec. 85. 
—University of Ottawa Announces 1986 Activities, Vol. 78, No. 
884, P74, Dec. 85. 
Metallurgi: al Applications—Symposium on Plasmas for Metal- 
lurgical Applications, Vol. 78, No. 873, P48, Jan. 85. 
Metallurgy—Chemistry and Metallurgy in the Austrian 
Empire — 1740-1918, by Fathi Habashi, Vol. 78, No. 873, 
P75-77, Jan. 85. 
Metals—7th International Conference on the Strength of Metals and 
Alloys, Vol. 78, No. 876, P81, Apr. 85. 
Metlar, R.C.—The Steirische Eisenstrasse, by Dr. Renate Metlar, 
Vol. 78, No. 878, P103-104, June 85. 
Microcomputers—Introduction to Microcomputers Short Course 
Announced, Vol. 78, No. 873, P64, Jan. 85. 
—Changing Management Methods in Open-Pit Mines, by Peter V. 
Young, Vol. 78, No. 879, P46-48, July 85. 
Microdifraction—Intensive Workshop Scheduled for July, Vol. 78, 
No. 884, P46, Dec. 85. 
Microseismic Activity—Conference on Acoustic Emissions/Micro- 
seismic Activity in Geologic Structures and Materials, Vol. 78, 
No. 877, P57, May 85. 
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Microseismic Techniques—Acoustic Emissions/Microseismic Techni- 
ques in Mining Engineering Seminar, Vol. 78, No. 883, P50, 
Nov. 85. 

Mine Design—Application of Rock Characterization Techniques in 
Mine Design, Vol. 78, No. 878, P112, June 85. 

Mine Ventilation—2nd U.S. Mine Ventilation Symposium, Vol. 78, 
No. 876, P46, Apr. 85. 

Mineral Dressing—Workshop on Image Analysis Applied to Mineral 
Dressing, Vol. 78, No. 884, P93, Dec. 85. 

Mineral Economics—Professional Development in Mineral Econ- 
omics, Sponsored by the Province of Newfoundland and 
Laborador, Vol. 78, No. 881, P28, Sept. 85. 

—Professional Development Seminars in Mineral Engineering and 
Mineral Economics, Vol. 78, No. 881, P74, Sept. 85. 

Mineral Economics Symposium—1\\th Annual Mineral Economics 
Symposium, Vol. 78, No. 880, P66, Aug. 85. 

Mineral Engineering—Professional Development Seminars in Mineral 
Engineering and Mineral Economics, Vol. 78, No. 881, P74, 
Sept. 85. 

Mineral Exploration—Pacific Northwest Metals and Minerals Con- 
ference, Vol. 78, No. 875, P111, Mar. 85. 

—13th Annual Geoscience Forum, Vol. 78, No. 883, P65, 
Nov. 85. 

Mineral Industries—Symposium on Computer Applications in the 
Mineral Industry at Rouyn, Quebec, Vol. 78, No. 875, P119, 
Mar. 85. 

Mineral ,Processing—Symposium on Automation in Mining, Mineral 
and Metal Processing, Vol. 78, No. 877, P52, May 85. 

Mineralization—International Symposium on Granites and 
Associated Mineralizations, Vol. 78, No. 883, P61, Nov. 85. 

Mineralogical Association of Canada—Joint Annual Meeting of 
GAC/MAC, Vol. 78, No. 873, P64, Jan. 85. 

—Joint Annual Meeting, Vol. 78, No. 879, P68, July 85. 

Mining Association of B.C.—Kamloops Chosen for Environment 
Conference, Vol. 78, No. 877, P52, May 85. 

Mining Development—13th Annual Geoscience Forum, Vol. 78, No. 
883, P65, Nov. 85. 

Mining Engineering—Acoustic Emissions/Microseismic Techniques 
in Mining Engineering Seminar, Vol. 78, No. 883, P50, Nov. 85. 

Mining Industry—Revised Publications Details Legislation Affecting 
Ontario’s Mining Industry, Vol. 78, No. 873, P67, Jan. 85. 

Mining Technology—Finland—A Giant of Mining Technology, Vol. 
78, No. 882, P21-28, Oct. 85. 


N 


Nickel—Great Thompson Nickel Discovery, Vol. 78, No. 884, P58, 
Dec. 85. 

Noranda Inc.—The Golden Sunrise of Hemlo, by Denyse B. 
Crawford, Vol. 78, No. 874, P9-12, Feb. 85. 

Northwest Mining Association—9\st Annual Northwest Mining 
Association Convention, Vol. 78, No. 882, P68, Oct. 85. 


O 


O’Reilly, J.B.—The First Cyanide Leaching Plants in Canada, by 
J.E. Dutrizac and J.B. O’Reilly, Vol. 78, No. 876, P75-76, 
Apr. 85. 

—Further Observations on Canada’s First Cyanide Leaching 
Plant, by J.E. Dutrizac and J.B. O’Reilly, Vol. 78, No. 880, 
P70-71, Aug. 85. 

Oceans—ICOSH ’85 Focusses on issues Affecting Insurability, Vol. 
78, No. 875, P132, Mar. 85 

Ontario—Revised Publication Details Legislation Affecting 
Ontario’s Mining Industry, Vol. 78, No. 873, P67, Jan. 85. 

Ontario Geological Survey—Geoscience Research Seminar and Open 
House, Vol. 78, No. 883, P42, Nov. 85. 

Open-Pit Mines—Changing Management Methods in Open-Pit 
Mines, by Peter V. Young, Vol. 78, No. 879, P46-48, July 85. 

Ore Deposits—11th Ore Deposits Workshop, Vol. 78, No. 877, P40, 
May 85. 

Ore Reserves—Short Course on Geostatistical Ore Reserve Estima- 
tion, Vol. 78, No. 884, P93, Dec. 85. 


P 


Plasma—Symposium on Plasmas for Metallurgical Applications, Vol. 
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78, No. 873, P48, Jan. 85. 

Platinum—4th International Symposium, Vol. 78, No. 877, P49, May 
85. 

Platinum Group—IPMI Platinum Group Metals Seminar, Vol. 78, 
No. 877, P63, May 85. 

Pollution—Water Pollution and Wastewater Treatment Conference, 
Vol. 78, No. 878, P62, June 85. 

Potash Mining—Waste Management in the Uranium and Potash Min- 
ing Industries, Vol. 78, No. 878, P123, June 85. 

Powder—\\th Annual Powder and Bulk Solids Conference/Exhibi- 
tion, Vol. 78; No. 884, P62, Dec. 85. 

Precious Metals—IPMI Issues Call for Papers for 10th International 
Precious Metals Conference, Vol. 78, No. 877, P57, May 85. 

Process Metallurgy—1985 Extractive and Process Metallurgy Fall 
Meeting: International Complex Sulphides Symposium, Vol. 78, 
No. 873, P73, Jan. 85. 

Professional Development—Professional Development in Mineral 
Economics, Sponsored by The Province of Newfoundland and 
Labrador, Vol. 78, No. 881, P28, Sept. 85. 

—Professional Development Seminars in Mineral Engineering and 
Mineral Economics, Vol. 78, No. 881, P74, Sept. 85. 

Programs—International Complex Sulphides Symposium, Vol. 78, 
No. 881, P82, Sept. 85. 

Prospectors and Developers Association—Seminar on Exploration 
and Mining for Brokers, Vol. 78, No. 882, P51, Oct. 85. 

Publications—Federal Government Publications, Vol. 78, No. 883, 


P54, Nov. 85. 


Quebec Asbestos Mining Association—Quebec Asbestos Mining 
Association Elects 1985 Officers, Vol. 78, No. 876, P51, 
Apr. 85. 

Queen’s University—Economic Guidelines for Exploration Planning, 
Vol. 78, No. 882, P89, Oct. 85. 


R 


Recycle Metals—International Symposium of Recycle and Secondary 
Metals — 1985, Vol. 78, No. 873, P40, Jan. 85. 

Refining—The Processing of Gold Ores in the Ancient World, by 
John F. Healy, Vol. 78, No. 874, P84-88, Feb. 85. 

Remote Sensing—Changing Management Methods in Open-Pit 
Mines, by Peter V. Young, Vol. 78, No. 879, P46-48, July 85. 

Research—Accelerating Research in Biotechnology, Vol. 78, No. 884, 
P81-82, Dec. 85. 

Reviews of Activities—Annual Reviews of Activities—Provincial and 
Federal Geoscientific Organizations, Vol. 78, No. 884, P74, Dec. 
85. 

Robotics—Hydraulics and Robotics Workshop, Vol. 78, No. 876, 
P66, Apr. 85. 

Rock Mechanics—27th U.S. Rock Mechanics Symposium, Vol. 78, 
No. 879, P75, July 85. 


S 


Safety—ICOSH ’85 Focusses on Issues Affecting Insurability, Vol. 
78, No. 875, P132, Mar. 85. 
—73rd Annual Safety Congress Moves to New Orleans, Vol. 78, 
No. 880, P44, Aug. 85. 
Saskatchewan Mining Association—Reorganization in the Saskat- 
chewan Mining Association, Vol. 78, No. 882, P68, Oct. 85. 
Sautage—Session d’etudes sur les techniques de sautage, Vol. 78, No. 
878, P46, June 85. 
—8e session d’etude sur les techniques de sautage, Vol. 78, No. 
881, P58, Sept. 85. 
Secondary Metals—International Symposium on Recycle and Secon- 
dary Metals — 1985, Vol. 78, No. 873, P40, Jan. 85. 
Seminars—Gold Exploration 1985, Vol. 78, No. 873, P67, Jan. 85. 
—Seminar on Underground Blast Hole Mining, Vol. 78, No. 875, 
P111, Mar. 85. 
—Fine Particles and Fillers, Vol. 78, No. 877, P40, May 85. 
—IPMI Platinum Group Metals Seminar, Vol. 78, No. 877, P63, 
May 85. 
—Waste Management in the Uranium and Potash Mining In- 
dustries, Vol. 78, No. 878, P123, June 85. 
—Professional Development Seminars in Mineral Engineering and 
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Mineral Economics, Vol. 78, No. 881, P74, Sept. 85. 

—Equipment Maintenance Council Announces Maintenance and 
Computer Seminars, Vol. 78, No. 882, P42, Oct. 85. 

—Seminar on Exploration and Mining for Brokers, Vol. 78, No. 
882, P51, Oct. 85. 

—Economic Guidelines for Exploration Planning, Vol. 78, No. 
882, P89, Oct. 85. 

—Seminars on the Industrial Dangers of Dust, Vol. 78, No. 882, 
P89, Oct. 85. 

—Geoscience Research Seminar and Open House, Vol. 78, No. 
883, P42, Nov. 85. 

—Blasting Systems Seminar, Vol. 78, No. 883, P47, Nov. 85. 

—Acoustic Emissions/Microseismic Techniques in Mining 
Engineering Seminar, Vol. 78, No. 883, P50, Nov. 85. 

Session d’etudes—Session d’ egudes sur les techniques de sautage, Vol. 
78, No. 878, P46, June 85. 

—8e Session d’etudes sur les techniques de sautage, Vol. 78, No. 
881, P58, Sept. 85. 

Steel—Steel Research Centre, Vol. 78, No. 873, P48, Jan. 85. 

Stratiform Deposits—Symposium on Sediment-Hosted Stratiform 
Copper Deposits, Vol. 78, No. 878, P62, June 85. 

Subventions—Esso accorde des subventions a quatre universités, Vol. 
78, No. 880, P32, Aug. 85. 

Sulphides—International Complex Sulphides Symposium, Vol. 78, 
No. 881, P82, Sept. 85. 

Surface Mining—Continuous Surface Mining Symposium, Vol. 78, 
No. 880, P48, Aug. 85. 

Symposia—International Symposium on Recycle and Secondary 
Metals — 1985, Vol. 78, No. 873, P40, Jan. 85. 

—Symposium on Plasmas for Metallurgical Applications, Vol. 78, 
No. 873, P48, Jan. 85. 

—1985 Extractive and Process Metallurgy Fall Meeting: Interna- 
tional Complex Sulphides Symposium, Vol. 78, No. 873, P73, 
Jan. 85. 

—Corrosion in the Mining Industry, Vol. 78, No. 873, P85, Jan. 
85. 

—11th International Geochemical Exploration Symposium, Vol. 
78, No. 874, P59, Feb. 85. 

—Symposium on Geology of Gold Deposits, Vol. 78, No. 874, 
P83, Feb. 85. 

—Symposium on Computer Applications in the Mineral Industry 
at Rouyn, Quebec, Vol. 78, No. 875, P119, Mar. 85. 

—2nd U.S. Mine Ventilation Symposium, Vol. 78, No. 876, P46, 
Apr. 85. 

—8th Symposium on Waste Water Treatment, Vol. 78, No. 876, 
P46, Apr. 85. 

—APCOM 86 — Symposium on Computer Applications in the 
Mineral Industries, Vol. 78, No. 876, P66, Apr. 85. 

—A4th International Symposium, Vol. 78, No. 877, P49, May 85. 

—Mining Equipment Selection Symposium, Vol. 78, No. 877, P49, 
May 85. 

—Symposium on Automation in Mining, Mineral and Metal Pro- 
cessing, Vol. 78, No. 877, P52, May 85. 

—The N.J. Grant Symposium, Vol. 78, No. 877, P63, May 85. 

—Utilities Delivery in Cold Regions-4, Vol. 78, No. 878, P58, June 
85. 

—Symposium on Sediment-Hosted Stratiform Copper Deposits, 
Vol. 78, No. 878, P62, June 85. 

—Ventilation 85, Vol. 78, No. 878, P67, June 85. 

—Application of Rock Characterization Techniques in Mine 
Design, Vol. 78, No. 878, P112, June 85. 

—International Symposium on Large-Scale Underground Mining, 
Vol. 78, No. 878, P112, June 85. 

—Symposium on Geotechnical and Geohydrological Aspects of 
Waste Management, Vol. 78, No. 878, P123, June 85. 

—IMM to host Extraction Metallurgy ‘85 Symposium, Vol. 78, 
No. 879, P68, July 85. 

—27th U.S. Rock Mechanics Symposium, Vol. 78, No. 879, P75, 
July 85. 

—Copper Electorefining and Winning 87, Vol. 78, No. 879, P85, 
July 85. 

—Continuous Surface Mining Symposium, Vol. 78, No. 880, P48, 
Aug. 85. 

—11th Annual Mineral Economics Symposium, Vol. 78, No. 880, 
P66, Aug. 85. 

—Large Rock Caverns International Symposium, Vol. 78, No. 
880, P66, Aug. 85. 

—1985 International Symposium on Recycle and Secondary 
Metals — 1985, Vol. 78, No. 881, P36, Sept. 85. 

—International Complex Sulphides Symposium, Vol. 78, No. 881, 
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P82, Sept. 85. 

—Symposium on Computer Modelling to be held in Ottawa, Vol. 
78, No. 882, P58, Oct. 85. 

—International Symposium on Zinc Aluminum (ZA) Casting 
Alloys, Vol. 78, No. 882, P74, Oct. 85. 

—lInternational Symposium on Granites and Associated 
Mineralizations, Vol. 78, No. 883, P61, Nov. 85. 

—Gold ’86, Vol. 78, No. 884, P58, Dec. 85. 

—Symposium on Geotechnical and Geohydrological Aspects of 
Waste Management, Vol. 78, No. 884, P68, Dec. 85. 


T 


Technology—Science Forums on Basic Research and Applied 
Technology, Vol. 78, No. 882, P37, Oct. 85. 

Teck-Corona Hemlo—The Golden Sunrise of Hemlo, by Denyse B. 
Crawford, Vol. 78, No. 874, P9-12, Feb. 85. 

Titanium—Titanium, by J.L. Hopkins, Vol. 78, No. 876, P72-73, 
Apr. 85. 

Titanium Development Association—TDA Announces Applications 
Competition, Vol. 78, No. 880, P40, Aug. 85. 

—International Titanium Conference, Vol. 78, No. 880, P48, Aug. 

85. 

Tribology—Changing Managements in Open-Pit Mines, by Peter V. 
Young, Vol. 78, No. 879, P46-48, July 85. 

Tylecote, R.F.—The Historical Metallurgy Soc’ ty and the History 
and Prehistory of Metallurgy in Europe, by R.F. Tylecote, Vol. 
78, No. 882, P75-77, Oct. 85. 


U 


Underground Mining—Seminar on Underground Blast Hole Mining, 

Vol. 78, No. 875, Pill, Mar. 85. 
—International Symposium on Large-Scale Underground Mining, 

Vol. 78, No. 878, P112, June 85. 

University of B.C.—New Metallurgical Centre Established at UBC, 
Vol. 78, No. 880, P38, Aug. 85. 

University of Ottawa—University of Ottawa Announces 1986 
Activities, Vol. 78, No. 884, P74, Dec. 85. 

University of Saskatchewan—Waste Management in the Uranium and 
Potash Mining Industries, Vol. 78, No. 878, P123, June 85. 

University of Toronto—University Group Formed to Increase 
Cooperative Research, Vol. 78, No. 876, P66, Apr. 85. 

Uranium Mining—Waste Management in the Uranium and Potash 
Mining Industries, Vol. 78, No. 878, P123, June 85. 


WwW 


Waste Management—Conference on Waste Management in Canada, 
Vol. 78, No. 878, P123, June 85. 

—Symposium on Geotechnical and Geohydrological Aspects of 
Waste Management, Vol. 78, No. 878, P123, June 85. 

—Waste Management in the Uranium and Potash Mining Indust- 
ries, Vol. 78, No. 878, P123, June 85. 

—Symposium on Geotechnical and Geohydrological Aspects of 
Waste Management, Vol. 78, No. 884, P68, Dec. 85. 

Waste Water Treatment—8th Symposium on Waste Water Treat- 
ment, Vol. 78, No. 876, P46, Apr. 85. 

—Water Pollution and Wastewater Treatment Conference, Vol. 
78, No. 878, P62, June 85. 

Wayman, M.L.—Native Copper: Humanity’s Introduction to 
Metallurgy? by Michael L. Wayman, Vol. 78, No. 880, P67-69, 
Aug. 85. 

—Native Copper: Humanity’s Introduction to Metallurgy? Part 2: 
Metallurgical Characteristics and Utilization, by M.L. Wayman, 
Vol. 78, No. 881, P75-77, Sept. 85. 

Women’s Association of the Mining Industry—9th Country Fun Fair, 
Vol. 78, No. 880, P32, Aug. 85. 

Workshops—\\th Ore Deposits Workshop, Vol. 78, No. 877, P40, 
May 85. 

—lIntensive Workshop Scheduled for July, Vol. 78, No. 884, P46, 
Dec. 85. 

—Workshop on Image Analysis Applied to Mineral Dressing, Vol. 
78, No. 884, P93, Dec. 85. 


Y 


Young, P.V.—Changing Management Methods in Open-Pit Mines, 
by Peter V. Young, Vol. 78, No. 879, P46-48, July 85. 


Z 


Zinc—Goat Path Discovery Unlocks Secrets of Medieval Zinc, by 
P.T. Craddock, Vol. 78, No. 875, P135-137, Mar. 85. 
—Lead/Zinc 1986 Annual Meeting, Vol. 78, No. 883, P42, Nov. 85. 
Zinc Aluminum Alloys—International Symposium on Zinc 
Aluminum (ZA) Casting Alloys, Vol. 78, No. 882, P74, Oct. 85. 
Zinc Institute—Lead/ Zinc 1986 Annual Meeting, Vol. 78, No. 883, 
P42, Nov. 85. 
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